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use, they have a tendency to keep animals free from infection and also prevent the disease from spreading rapidly through the herd.
There are several kinds of patented hog oilers for sale, any of which will serve the purpose. A home-made oiled rubbing post is easily made by wrapping several layers of gunny-sacks about a post firmly set in the ground. The sacks are tied securely about the post and kept saturated with crude petroleum. If an outbreak of mange is in progress in a herd, hand applications, spraying, or dipping would be a much more satisfactory form of treatment.
Taking advantage of the fact that hogs enjoy wallowing in a pool of water, crude petroleum may be added to the wallow and the animals allowed to treat themselves. This might be effective in mild cases of the disease. It is difficult to make use of a mud hole for this style of treatment. It is best to construct a regular concrete wallow. It should be built in the shade and deep enough to permit an animal to cover all of its body when lying down. Care should be taken that the pool is not too deep, for the animal will avoid it if unable to keep its nose above the surface of the water. The pool should be filled with water, leaving enough space so that 4 or 5 inches of crude petroleum may be added without overflowing the tank when the hog lies down. As each hog bathes, it will be covered with a thin coating of the oil. The wallow should not be kept continuously covered with oil. If the oil is added late in the afternoon, most of the animals will have bathed by noon the next day. At that time the pool should be drained and refilled with clean fresh water. The treatment may be repeated every ten days until the animals show a marked improvement.
Treatment by dipping
Dipping constitutes the best and most effective method of treatment, but must be used in warm weather only. It is the easiest way to treat a large number of hogs. The usual method is to construct a vat or tank through which the